perpendicularly to the screw at one end, the divisions being read oi by a pointer or vernier attached to the frame of the instrument. Tin nut carries with it either a tracing-point (as in the dividing engine) o: a wire, thread, or half the object-glass of a telescope (as in micro meters), the thread or wire, or the play of the tracing-point, bein^ at right angles to the axis of the screw.
378.    Suppose it be required to divide a line into any numbo of equal parts.    The line is placed parallel to the axis' of the screw with one end exactly under the tracing-point, or under the fixed wire of a microscope carried by the nut, and the screw-head is read olf.   Bj turning the head, the tracing-point or microscope wire is brought to the other extremity of the line; and the number of turns and fractions oi a turn required for the whole line is thus ascertained.    Dividing Urn by the number of equal parts required, we find at OQCC the numbei of turns and fractional parts corresponding to one of the required divisions, and by giving that amount of rotation to the screw over and over again, drawing a line after each rotation, the required division is effected.
379.    In the Micrometer^ the movable wire carried  by the nut is parallel to-a fixed wire.    By bringing them into optical contact the zero reading of the head is known j hence when another reading has been obtained, we have by subtraction  the number of turns corresponding  to the length of the object to be measured.   The absolute value of a turn of the screw is determined by calculation from the number of threads in an inch, or -by actually applying the micrometer to an object of known dimensions.
380.    For the measurement of the thickness of a plate, or the curvature of a lens, the Sphcronieter is used.    It consists of a screw nut rigidly fixed in the middle of a very rigid three-legged table, with its axis perpendicular to the plane of the three feet (or finely rounded ends of the legs,] and an accurately cut screw working in this nut. The lower extremity of the screw is also finely rounded.   The number of turns, whole or fractional, of the screw, is read off by a divided head and a pointer fixed to the stem.   Suppose it be required to measure the thickness of a plate of glass.    The three feet of the instrument are placed upon a nearly enough Hat surface of a hard body, and the screw is gradually turned until its point touches and presses the surface. The muscular sense of touch perceives resistance to the turning of the screw when, after touching the hard body, it presses on it with a force somewhat exceeding the weight of the screw.   The first effect of the contact is a diminution of resistance to the turning, due to the weight of the screw coming to be borne on its fine pointed end instead of on the thread of the nut   The sudden increase of resistance at the instant when the screw commences to bear part of 'the weight of the nut finds the sense prepared to perceive it with remarkable delicacy on account of its contrast with the immediately preceding diminution of resistance.   The screw-head is now read off,